Career Fields

Duties & Responsibilities

Qualifications

Examples of Civilian Jobs

Construction                Installs, operates, maintains,

Electrician                   repairs electrical generating and

distribution systems, transformers,
switchboards, motors, controllers.

Construction                Maintains, repairs and overhauls

Mechanic                     automotive and heavy construction

equipment.

Interest in mechanical and electrical
work. Electricity, shop mathematics
and physics helpful, ability to work
aloft.

High mechanical aptitude. Electrical
or machine shop, shop mathematics
and physics helpful. Machinist or
auto mechanic -work.

Powerhouse or construction elec-
trician, electrical and telephone
repairer, power plant operator,
diesel plant operator.

Automotive or diesel engine
mechanic, construction equipment
mechanic, transmission mechanic,
automotive electrician, automobile
body repairer.

Cryptologic
Technician

All prospective Cryptologic technicians (CTs) must have a personal background that will facilitate clearance for
special security access; above average speaking and writing ability; good memory; resourcefulness; curiosity; adap-
tability to detailed work; aptitude for math; record-keeping ability; ability to work well with others and manual
dexterity.

Cryptologic                  Types messages and correspondence;   Exceptionally good character, speak-

Technician                   files; handles classified material;         ing and writing ability.

A                                 Maintains personnel records, carries

(Administrative)           classified material between points

worldwide.

Clerk typist, office manager, in-
telligence specialist, secretary, ad-
ministrative assistant, postal
clerk, shipping clerk and
keypunch operator.

Cryptologic
Technician
I
(Interpretive)

Cryptologic
Technician
M
(Maintenance)

Operates technical communications
systems equipment; prepares data
and reports involving communica-
tions material; performs temporary
duty aboard submarines and surface
units.

Foreign language aptitude, excep-
tionally good character, above
average speaking and writing ability.

Interpreter, translator.

Performs preventive and corrective     Ability to comprehend advanced elec-   Automatic equipment technician;

maintenance on solid-state and          tronic theory,

electro-mechanical equipment which
requires use of test equipment,
hand tools and technical publica-
tions; repairs and calibrates wide
variety of precision electronic test
equipment.

central office repairer, radio
mechanic, electrician, store clerk,
communication equipment
installer/repairer.

Cryptologic

Technician

O

(Communications)

Prepares messages utilizing tele-
typewriter equipment on computer
terminals; controls and operates
communication equipment including
satellite systems, terminals, patch
panels and communication security
devices.

Exceptionally good character, typing
ability, good memory, resourceful-
ness, curiosity, manual dexterity, ap-
titude for figures.

Cryptrographic machine operator,

telegraphic-teletypewriter

operator.

Cryptologic

Technician

R/T

(Collection/

Technical)

Damage
Controlman

Variety of duties associated with
operation of computer assisted and
Morse communications systems;
operates radio-receiving, direction-
finding equipment and maintains
documents which are predominantly
classified.

Operates, maintains and repairs
firefighting equipment, damage con-
trol equipment and chemical,
biological and radiological defense
equipment.

Exceptionally good character, good
memory, speaking and writing abili-
ty, desire and ability to work as part
of a team.

Good vision and color perception,
manual dexterity, a good memory
and resourcefulness.

Computer operator; radio officer,
computer systems analyst, elec-
tronic intelligence operations
specialist, intelligence specialist
and computer programmer.

Firefighter, plumber, welder, ship-
fitter and steel metal worker.
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